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A TT WTI OHt Major faults Storage of Rotor* 


1* At pp«imt| the Materiel Brunch has 9*245 Wsm of rotor* stored is 
classified otorugo croon allotted to it* 

S* These rotor* boro hod oil wiring removed mod are, os euoh, unclassified 
ood unregistered items* It is do*irobl* to rcmov# thou* rotors fro* thou* oroo* 
in ordor to ooo the spat# for oloutifiod material only* 

v 

3* The total otorugo oroo required for tho rotors la 940 cubic foot* Tfco 
weight is 5T*4R5 pounds* 

4* Supply Branch so* queried as to tho possibility of thoir storing those 
it mm, but inasmuch as thooo items hors ao property number, they cannot bo handled 
by that Branch* 

5* As discussed in a telephone eonrersatioa between Major Isolds and Captain 
Russo, it is desired to retain those rotors on this #wrt for possible future 
emergency one* Such prorielca ao can be aade by your office to provide otordgo 
space in an uaelasslflsd area oheuld insure that any future rolooation of those 
rotors will not be made without prior notification being given to your office 
end to the Security Dirisien* 



V. T. ssaso 

Captain, Signal Carps 
Chief, Materiel Breach 
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